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BILL NO. S-70-08-/O 

SPECIAL ORDINANCE NO. - 7 ^ 

AN ORDINANCE approving a contract with 
WESTINGHOUSE ELECTRIC CORPORATION for one 
Switchboard for Wallace Substation. 


; BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 

j SECTION 1. A certain contract approved July. 31, 1970, 

jj between the City of Fort Wayne, by and through its Mayor and the 

I 

I Board of Public Works, and WESTINGHOUSE ELECTRIC CORPORATION, for: 

i One Duplex Contract Switchboard for 

j Wallace Substation, 

I for a total cost of $34,243.00, all as more particularly set 
j forth on CITY UTILITIES PURCHASE ORDER NO.. 3145, which is by 

■ reference incorporated herein and made a part hereof, is hereby 

: i 

I in all things ratified, confirmed and approved. 

t 

I SECTION 2 . This Ordinance shall be in full force and 

■ effect from and after its passage and approval by the Mayor. 






seconded by 


Read the first time in full and on motion by 

" and duly adopted, re^ the second time by title and referred 



to the (Committee on) 


-C^ mmi friTr — nrrV 


(aiRyP u bllc Hbari 


ng-to b BH . Tg' l :d-" a 'f1:e r -- d - uc l e gal notico,- 


-t,bp... 


d ay -o f 


■± 96 - 


str 


T)' clock 



Dunifon 

Fay 

Geake 

Nuckols 

Robinson 

Rousseau 


Steigerwald 


Tipton 

Date 




^ 2 o 








City Clerk 


Passed and adopted by the Common Council of the City of Fort Wayne, Indiana, as 
<..^eftjrRg- M a p-) (Special) (-Appr ep r i - at -rerr) Ordinance “(ites elutionX . '^'-^S'S~/~7 d 


on the ‘<' <:day of 


(SEAL) 



. 196 ' 7 ^ . 




Pr^slc 

Mayor of the City of Fort Wayne, Indiana, on the 7^^ 





day 


Approved and signed by me this ^ ^~^ ^day of 


, 196 7^ at the hour of 5^) ■^'2) o'clock ,E.S>T. 
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EDWIN J. BDITSSEAU 


